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THE DIRECTOR OF CENTRAL INTELLIGENCE 


WASHINGTON, D.C. 20505 


Office of the Deputy for the 
Intelligence Community 


14 December 1974 


RADM Donald P. Harvey, USN 
Defense Intelligence Agency 
Room 3E-261 
The Pentagon 
Washington, D. C. 

Dear Don: 

Many thanks for the notes on your briefing of Kent Crane. 

It is useful to work closely on these matters andl 

is available to keep you and Danny advised where it can be 

helpful. 

We'll also want to stay in close touch through the General 
Counsels on the Freedom of Information Act implementation- =the 
item will be discussed in U3IB next week. 


25X1 


Sincerely, 


25X1 


25X1 AD/DCI/IC: 
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